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UNCLASSIFIED 

PAGE 01 BRUSSE 05146 101032Z 
45 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EPA-04 ERDA-07 ACDA-10 CEQ-01 CIAE-00 

DOTE-OO HEW-06 HUD-02 INR-07 INT-05 L-03 NSAE-00 

NSC-05 NSF-02 OIC-02 PA-02 PM-03 PRS-01 SAJ-01 OES-05 

SP-02 SS-15 TRSE-00 USIA-15 FEAE-00 DODE-OO /111W 

114004 

R 10101 1Z JUN 75 
FM AMEMBASSY BRUSSELS 
TO SECSTATE WASHDC 4133 
AMEMBASSY PARIS 
INFO USMISSION NATO 

UNCLAS BRUSSELS 05146 

STATE FOR EUR/RPM - CAMPBELL 

E.O. 11652: N/A 
TAGS: CCMS, ENRG, BE 

SUBJECT: CCMS: LOW TEMPERATURE NON-STEAM CONFERENCE, JUNE 25, 
1975, PARIS 

REF: A. STATE 125852 B. STATE 134097 

L BELGIUM WILL BE REPRESENTED AT BOTH FRENCH WORKSHP ON 
LOW TEMPERATURE GEOTHERMAL USES (JUNE 23-24) AND AT THE JUNE 25 
SESSION OF THE CCMS GEOTHERMAL PILOT STUDY NON-ELECTRICAL USES 
PROJECT BY MR. DELMER, DIRECTEUR DU SERVICE GEOLOGIQUE DE 
BELGIQUE. 

2. FOR DEPARTMENT AND PARIS: BELGIANS REQUEST THIS INFO BE PASSED 
JACK HOWARD (LAWRENCE LIVERMORE LABORATORY) AND PAUL SANGIER 
(DGRST) RESPECTIVELY. FIRESTONE 
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